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[Abstract:] Recommends that the proposal for lumber, of Thos. Williams Jr. & Co., be accepted. 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
July 3, 1884 


Hon. A. Loudon Snowden 
Supt. U.S. Mint 


Sir, 


In consultation with the Carpenter I have compared the proposals of Thos. Williams Jr. & 
Co. and Elias Pohl, per Lumber, and taking the amount and kind of lumber used in the Mint, with 
the price I find that the proposal of Thos. Williams Jr. & Co. to be the best, for the Mint Service, 
and the interests of the Government. 


Very Respectfully 

H.C. Hickok 

Chief Clerk 
Counting ignored 


James I. Cowden 
Carpenter 


[Noted on back:] 


Recd. July 3rd 1884 


